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Effective 22 August 1963, Donald P. Chamberlain was appointed 
Assistant Director for Scientific Intelligence vice Albert D. 
Wheelon reassigned. 
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MARSHALL S. CARTER 
Lieutenant General, USA 
Deputy Director of Central Intelligence 
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